206 Schlösser Iocks 


SE 


SE 


Alarmschloss mit 
Bewegungsmelder 


Alarmdauer je nach Bewegung 
Kabelüberwachung gegen Durchtrennen. 
Extra starkes Kabel @ 10 mm 

mit 105 DB Sirene, ohne Batterie 

9V Block optional erhältlich (# 198 003 00) 


Länge: 120 cm 


#120 237 01 
VE = 1/4/36 Stück 


Rollback - Zahlenschloss 


« mit extra starkem Stahlseil @ 3 mm 

« gebremster Kabeleinzug 

° 10.000 verschiedene einstellbare 
Zahlenkombinationen 

« vielseitig verwendbar 


Länge: 100 cm 


#120 23801 VE = 1/6/36 Stück 


Universal-Schlosshalterung 


- universell einstellbar durch Klettband 


« hält auch Regenjacken, Ersatzschläuche etc. 


# 120 226 00 
VE = 15 Paar (ä 2/Karte) 


Bügelschloss L 


Hochbohrfester Profi-Schließzylinder 


Größe: 170 x 295 mm 
Material: mehrfach gehärteter Stahl 
Zubehör: Zwei Sicherheitsschlüssel 


Sicherheitshalterung 


# 120 204 01 
VE = 6 Stück 


Shackle Lock L 


Secure cylinder lock 


Size: 170 x 295 mm 
Material: hardened steel 
Accessories: safety bracket 


two safety keys 


# 120 204 01 
Unit = 6 pieces 


Alarmlock 
with motion detector 


Alarm time depending on movement 
Cable monitoring against cutting 
Extra strong cable © 10 mm 

105 DB siren, without battery 

9V Block optional (# 198 003 00) 
Length: 120 cm 


# 120 237 01 
Unit = 1/4/36 pieces 


Rollback - combination lock 

« extra strong steel cable @ 3 mm 

+ limited feeder 

* 10.000 several moveable combinations 
« multifunctional 


Length: 100 cm 


#120 238 01 Unit = 1/6/36 pieces 


Universal Lock Bracket 


« universal fixing with Velcro® 
« also holds rain jackets, spare tubes etc. 


# 120 226 00 
Unit = 15 pairs (& 2/card) 
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